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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 306873 
ORIGIN COME-00 

INFO OCT-OI AF-IO ISO-00 EB-08 /0I9R 

DRAFTED BY COM/OED/MEPD/GBURKE/LW 
APPROVED BY EB/OCA/CD:REDAY 
COM/OED/MEPD/LENGLESON 
COM/OIM/MMILES (INFO) 

ARA/ECP:WSKOK (INFO) 

008422 240746Z/I5 

R 240142Z DEC 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS 

UNCLAS STATE 306873 

E.O. 1 1652: N/A 
TAGS: BENC, NI 

SUBJECT: MAJOR PROJECT: DOMESTIC COMMUNICATIONS SYSTEM 
REE: (A) 76 LAGOS A-I42; (B) LAGOS 1 1378 

1. WESTERN ELECTRIC COMPANY (W;ECO) CONTACTED COMMERCE/ 

MEPD TO ADVISE THAT FIRM HAS HEARD THAT ORIGINAL PLANS FOR 
500,000 DIRECT EXCHANGE CENTRAL OFEICE SWITCHING LINES 
HAVE BEEN REVISED UPWARD TO APPROXIMATELY 750,000 LINES. 

WECO ASKED IF TENDER EOR ADDITIONAL 250,000 LINES HAS BEEN 
ISSUED. IF NOT, WHEN IS TENDER EXPECTED OR WILL 
PROCUREMENT BE WITHOUT INTERNATIONAL TENDER? 

2. WECO ALSO UNDERSTANDS THAT THE ONLY OTHER PORTION OF 
DOMESTIC COMMUNICATIONS SYSTEM NOT YET AWARDED IS THE 
RADIO MICROWAVE PORTION. FIRM HAS HEARD THAT TEAM OF 
CONSULTNATS HAS MADE DETERMINATION AS TO PROJECT PARAMETERS 
UNCLASSIFIED 
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AND THAT TENDERS WILL BE ISSUED SOON. WOULD APPRECIATE 
EMBASSY ATTEMPT LEARN DETAILS AVAILABLE AND MORE SPECIFICS 
ON TIMING OF TENDER. VANCE 
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Disposition Event: 
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Disposition Remarks: 
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Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
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ISecure: 1 
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Locator: TEXT ON-LINE, ON MICROFILM 
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